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TASER International 
Welcomes the AXON Body 
Camera system . The AXON 
Body is a One-Piece On- 
Officer Audio/Video 
Recording Device. The Lens 
has a 130 - Degree Field of 
View. 





Operation 


To Start Recording: 
Double tap the Event 
Button. (There will be a 
visual and audible 
notification) 

To Stop Recording: 

Press and Hold Event 
Button for 5 Full Seconds. 
(There will a visual and 
audible notification) 
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Charging 
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Operation LED 
Blinking Red 
Blinking Green 
Solid Red 


Operating Mode 
Recording 
Buffering 
Booting Up 









'airing your AXON Body to a Smart Device 

Step 6: Once the AXON Body camera starts to blink GREEN, the 
system is now in pairing mode. 



Step 7: Now return back to smartphone and search for new devices. 
The AXON Body unit should be listed by the four digits on the device, 
Step 8: Select the AXON Body you wish to connect, CONFIRM 
paired device. 

Step 9: Confirm the pairing was successful by checking the Live 
Preview on the AXON Mobile App. 


M AXON User Re ferenc 

Charging 

AXON Body 
Camera 

• Charges in 4 - 6 hrs. 
from a completely 
depleted level. 


• Can Be Charged Using 
Sync/Charging Cable or 
in the ETM 
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Conn 


Connecting Camera to your 
Computer 


Connect the 


Sync/Charging 
Cable into the 


back of the 
camera 
Connect the 
USB end into the 
USB port of your 
computer. 



Labeling and Categorizing 



To label, click on the pen icon. The Title will be left with the default 
information of the camera, date and time. The ID will be changed to the 
Incident or Case Number. 
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Evidence 




The Evidence tab, will allow importing evidence, 
viewing personal and shared evidence, and 
allow for search capabilities. 



Login Page will ask for Username, Password 
and Security Questions 
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Cases 




Users 



The Users tab leads to searching for members, 
adding new member, and importing bulk member 
as well. 


Devices 



The Device tab allows searching for specific 
device throughout the agency. This includes 
AXON products and CEWs. 


Settings 



The Settings tab will allow the administrators to 
configure account settings, roles and 
permissions, and configure agency security 
settings. 
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The Help tab, will help to troubleshoot website and 
offers an official User Guide. 
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Protect Life 

AX©N ES3 AX®N l-M-W 

EVIDENCE.C0M 

AXON Flex' and AXON' Mobile are trademarks of TASfR International, Inc. and TASER* and 0 ate registered trademarks of 
TASER International Inc. registered intheU-S. C2012 TASER international. Inc. AH rights reserved. 
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